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eliminating  rltuallatlo,  unproven 
practloea,  AUG: 101 

implementing  changea,  JAN:1 

optlona  for  aolving  adherence  prob¬ 
lem  a,  MAR: 43 

tracking  ayatem  to  enaure  compliance 
eaaential  to  coat  aavlnga,  NOV: 148 

Infection  control  praotltlonera 

in  blood  oonaervatlon  program, 

DEC: 155 

book  offering  integrated  approach 
for,  JUL:94 

certification  by  APIC,  JAN: 15 

in  community  outreach  program  a, 
JAN:13 

IV  team  role  aa,  JUN:75 

leaderahlp  role  in  departmental  re¬ 
organization,  JUL:85 

new  aenae  of  Identity,  JAN: 3 

reaulta  of  flrat  certification  exam, 
AUG:110 

in  aettlng  JCAH  atandard,  JAN: 3 

akllla  tranaferable  to  quality  aa- 
auranoe,  JUL:86 

tlpa  uaeful  for,  JAN:18 

in  tranafuaion-aaaooiated  AIDS, 
MAR:33 


Infection  control  program 

changing  pollciea,  JAN:1 

oomputera  in,  PEB:21 

effloienoy  of  merger  with  quality 
aaauranoe  and  utilization  review, 
JUL:87 

eliminating  rltuallatlo,  unproven 
practloea,  AUG: 101 

pollciea  (aee  Infection  control 
pollciea) 

publioationa  on,  JAN: 5 

reorganization  in  departmental  mer¬ 
ger  a,  JUL:85 

top  priority  given  to  projeota  with 
meaaurable  reaulta,  AUG: 109 

Infection  riak 

in  cancer  patient,  MAR:42 

delta  vlrua  bepatitia  in  hemodlaly- 
ala,  OCT:  138 

to  elderly,  DEC: 164 

faotora  influencing  wound  infectlona, 
FEB: 29 

in  bemodialyala  (RQ),  JAN: 10 

of  operating  room  technician  with 
paoriaaia  (RQ),  OCT: 134 

peta  in  health  oare  faollitiea, 

NOV: 143 

rotating  nuralng  peraonnel  (RQ), 
MAR:41 

tranafuaion-aaaooiated  AIDS,  MAR: 33 
Infeotioua  waate  (aee  Uaate  dlapoaal) 
Influenza 

ACIP  recommendationa  for  annual  vac¬ 
cination,  J0L:99 

rimantadine  therapy  deemed  aafe  and 
effective,  JUL:95 

Informed  conaent 

on  riak  of  AIDS  in  tranafuaion, 
MAR:36 

International  health 

Nepal  program  recruiting  infection 
control  practitioner,  MAT:64 

Intravenoua  therapy 

antlaeptlo  ointment  uaed  on  puncture 
aitea  (RQ),  JUL:93 
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obanglng  tubing  policy  related  to 
cost  savings,  NOV: 148 

controvert  regarding  effectiveness 
of  special  teas,  JUN:73 

cost-effectiveness  of  frequent  site 
and  tubing  changes,  AUG: 104 

■ultlple  lines  linked  to  fungemia, 
SEP: 122 

safety  of  gauze  versus  polyurethane 
dressings  in,  APR:56 

Intubation  (see  Endotracheal  Intubation) 

Isolation 

eliminating  disposable  food  trays 
used  In,  AUG:101 

for  erythema  Infectiosum  (RQ), 

SEr:121 

In  hemodialysis  (RQ),  JAN: 10 

of  iamunosuppressed  patient  (RQ), 
JAN:11 

recommendations  for  not  using  in 
AIDS,  MAR: 37 

J 


Joint  Commission  on  Accreditation  in 
hospitals  (JCAH) 

Infection  control  practitioners  role 
in  setting  standards,  JAN: 3 

Journal  review 

(This  annotated  bibliographic  column 
by  Charles  P.  Craig,  MD,  appears 
regularly.  Articles  cited  in  each 
column  {u*e  not  listed  in  this  in¬ 
dex.  See  FEB:32;  MAR:48;  APR:60; 
MAT:72;  JDN:84;  JUL:100;  AUG:112; 
SEP:128;  0CT:140;  N0V:152; 

DEC: 168.) 

Journals 

on  infection  control,  JAN: 19 


K 

Kitchen 

as  source  of  Salmonella,  NOV: 150 
Klebsiella 

survival  of  multiply  drug-resistant 
strains  after  handwashing,  APR:50 

Kleenex 

virucidal,  DEC: 157 


L 

Laboratory 

blood  test  for  Pneumocystis  carlnll, 
OCT: 137 

computer  role  in  surveillance,  FEB: 24 

improved  equipment  and  techniques 
assisting  infection  control,  JAN:8 

new  one-day  test  for  herpes  simplex, 
FEB: 28 

problems  in  administering  AIDS  blood 
test,  JUN:76 

sodium  hypochlorite  as  disinfectant 
of  choice  in  (RQ),  JUL:92 

unnecessary  test  costly  under  pro¬ 
spective  payment,  MAR:39 

using  commercial  services  as  cost- 
containment  measure,  JAN:9 

Laminar  flow  hood 

surveillance  of  (RQ),  JUL:92 

unproven  value  of  culturing  in  phar¬ 
macy,  AUG: 103 

Latex  catheters 

compared  with  silicone  catheters 
(RQ),  JUL:92 

Laundry 

cleaning  curtains,  wall,  blinds  (RQ), 
OCT: 135 

Lawsuits  (see  Medicolegal  issues) 

Legal  question  (see  also  Medicolegal 
issues) 

needle  disposal  laws  (Nottebart), 
JUN:82 

Legionnaires'  disease 

CDC  recommendations  regarding,  JUL:98 

tap  water  rinse  of  invasive  equipment 
implicated  in  spread,  JUL:97 

Long-term  care  facilities 

monthly  prevalence  data  for  (RQ), 
FEB:26 

Lungs 

Pseudomonas  transmitted  in  transplan¬ 
tation,  FEB:31 

M 

Malpractice  (see  Medicolegal  issues) 
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Masks 


In  delivery  room  (RQ),  NOV: 147 
Mats,  tacky 

unproven  value  In  operating  room  and 
obstetrics,  AUG:  103 

Measles 

factors  preventing  total  eradication, 
JUL:94 

hospital  outbreak  boosts  vaccination 
program,  DEC: 166 

multistate  outbreak,  MAR: 47 

outbreak  in  school  with  ^00%  immun¬ 
ization,  SEP: 124 

preschool  children  and  young  adults 
as  prime  victims,  JUL:94 

Medical  devices 

need  for  national  survey  on  reuse 
practices,  JUN:75 

Medicolegal  issues  (see  also  Legal 
question) 

on  antibiotic  use,  JAN: 8 

discoverability  of  infection  control 
committee  minutes,  JAN:7 

lawsuit  on  nosocomial  obickenpox, 

MAR: 46 

liability  of  Infection  control  pro¬ 
gram,  JAN:7 

Staphylococcus  aureus  infections, 
JAN:7 

transfusion-associated  AIDS,  MAR: 36 

in  using  AIDS  blood  test,  JUN:77 

vaccine-related  adverse  effects, 
SEP:114 

Microbiology 

controls  on  unnecessary  tests,  MAR: 39 

Improved  equipment  and  techniques 
assisting  infection  control,  JAN: 8 

Microcomputers  (see  Computers) 

MMiR 

ACIP  recommendations  for  annual  flu 
vaccinations,  JUL:99 

on  AIDS  incidence,  SEP: 124 

in  hemophiliacs,  MAR:46 

change  in  pentamidine  salt  for 
Pneumocystis  carinli,  SEP: 124 


on  declining  RSV  rates  in  U.S., 

JUL:99 

on  health  care  workers  exposed  to 
AIDS,  JUL:98 

on  measles  outbreak,  SEP: 124 

Gypsy  wedding  implicated  in, 

MAR:47 

vaccination  program  boosted  by 
hospital  outbreak,  DEC: 166 

on  VZIG  recommendations,  MAY:70 

Morgue 

transmission  of  infection  during 
autopsy  (RQ),  APR:55 

N 

Nasal  surgery 

toxic  shock  syndrome  after,  OCT: 129 
Needles 

danger  of  aerosolized  virus  during 
cutting,  JUN:82 

legal  considerations  in  disposal, 
JUN:82 

precautions  for  nonhospltallzed  AIDS 
patient  (RQ),  JUN:78 

Needlestlok  injuries 

of  delta  hepatitis  carrier,  (X^:139 

reduction  by  needle  cutter,  JUN:83 

Neonatal  intensive  care  unit 

cover  gowns  of  unproven  value  in, 

AUG: 103 

disinfection  of  nozzle  connecting 
endotracheal  tube  to  Ambu  bag  (RQ), 
FEB: 27 

multiple  IV  lines  linked  to  fungemla 
in,  SEP: 122 

Nepal 

recruitment  for  infection  control 
practitioner,  MAY:64 

Newborn  (see  also  Nursery) 

CNS  nosocomial  infections  in,  MAY:70 

reporting  syatem  for  herpes  simplex 
infections,  APR: 52 

Nosocomial  infections 

antibiotic  resistance  in,  MAY: 62 

arterial  catheters  associated  with, 
APR: 57 
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deatruotlon  of  natural  alcln  flora 
oaualng,  iPB:49 

In  elderly,  DEC: 164 

hoapltal  renovation  related  to, 

MAT: 64 

Inorease  in  CMS,  MAT:69 

IV  teas  effect  on,  JUN:73 

kitchen  aa  aain  aouroe  for 
SalBonella,  MOV: 150 

■edioolegal  liability  for,  JAN:7 

lawauit  on  chiokenpox,  MAR: 46 

in  neighboring  inatitutiona,  JUL:89 

oxygen  buaidifier  role  in  (RQ), 

SEP: 120 

preventing  Citrobaoter  outbreak  in 
nuraery,  JUL:89 

public  health  department  role  in, 
JUL:90 

reporta  to  atate  health  offioiala, 
JDL:90 

reaiatant  orgaid.aaa  moat  likely  to 
oauae  death,  MAY: 63 

Salmonella  tranamitted  by  inade¬ 
quately  diainfeoted  endoacope, 
A0G:104 

toxic  ahook  ayndrome  after  aurgery, 
OCT: 129 

tranaduoer  beada  linked  to  Candida 
infection,  SEP:122 

Nuraery  (aee  alao  Newborn) 

active  approach  to  prevent 
Citrobacter  outbreak,  JUL:89 

cover  gowna  of  unproven  value  in, 

ADO: 103 

dlainfeotlon  of  infant'a  bulb  fringe 
in  (RQ),  FEB:27 

Inadequate  decontamination  of  rea- 
piratory  therapy  related  to  Paeu- 
domonaa  outbreak  in,  0CT:131 

Nuraing 

rotation  of  peraonnel  aa  infection 
control  problem  (RQ),  MAR:41 

Nuraing  bmea 

fatal  Salmonella  outbreak  in,  MAR:44 
peta  in,  MOV: 143 

Nutritional  therapy  (aee  Parenteral 
nutrition) 


o 

Obatetrloa-gyneoology 

tacky  mate  of  unproven  value  in, 

AUG: 103 

tranamiaalon  by  aurgeon  of  hepatitia 
B,  0CT:136 

Ointment 

antlaeptloa  on  IV  puncture  altea 
(RQ),  JUL:93 

Oomaya  Reaervolr 

poater  explaining  infection  dangera 
with,  MAR:42 

Operating  room 

colonization  of  reaiatant  organlama 
by  peraonnel  in,  DEC: 159 

delivery  room  oonaidered  aa  (RQ), 

NOV: 147 

apongea  uaed  by  bouaekeeplng  aa 
cleaning  raga  (RQ),  MAY:66 

tacky  mata  of  unproven  value  in, 
AUQ:103 

teobnlolan  with  paorlaala  aa  infec¬ 
tion  rlak  (RQ),  OCT:134 

ualng  drape  to  cover  aterlle  auppliea 
in  (RQ),  AUG: 107 

Ophthalmology 

dlainfeotlon  of  tonometera  (RQ), 
MAR:40 

Outreach  (abe  Community  outreach) 

Oxygen  therapy 

acetic  acid  for  Paeudomonaa  growth 
during  hyperbaric  oxygen  (RQ), 
MAR:41 

reuae  of  alngle-patlent  humidifier 
until  water  reaervolr  depleted 
(RQ),  SEP:120 

P 

Paoemakera 

airborne  contamination  during  place¬ 
ment  (RQ),  SEP:121 

Parenteral  nutrition 

multiple  IV  linea  linked  to  fungemla, 
SEP: 122 

PCMX 

evaluation  for  bandwaahlng,  NOV: 143 
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Pantaaidlno 


Pragnanoy 


obanga  in  aalt  uaad  for  PnauBooyatia 
oarinli,  SEP:12l| 

Partussls  Taoolna 

oontrovaray  on  riaica  and  banaflta, 
SEP:114 

Pata 

guldalinaa  for  pet  therapy  prograaa, 
MOVnM 

in  hoapitala,  MOV: US 

infection  riak  in  health  oara  faoil- 
itiaa,  MOV: 143 

Pharaaoiata 

oolonization  by  reaiatant  organiaaa, 
DEC: 158 

Pharuoy 

laainar  hood  oulturaa  of  unproven 
value  in,  100:103 

aurveillanoe  in  (KQ),  JUL:92 

Phenolica 

aa  aurfaoe  diainfeotanta  (BQ),  JUL:92 
Phlebitia 

IV  teas  effect  on,  J1IN:73 
Phyaioian 

in  tranaaiaaion  of  bepatitia  B, 

OCT: 136 

Plaama 

atorage  (RQ),  DEC:l6l 
Plateleta 

atorage  (RQ),  DEC: 160 

PneuBOcyatia  oarinii 

blood  teat  for,  OCT: 137 

change  in  pentaaidine  aalt  uaed  for, 
SEP: 124 

Polioiea  (aee  Infection  control 
polioiea) 

Poatera 

on  infection  dangera  in  cancer, 
tUR:42 

Poatoperative  infeotiona  (aee  Surgical 
infeotiona) 

Preadmiaaion  aoreeniiig 

of  iaaunlzation  atatua,  SEP: 113 


deteraining  bigh-riak  for  neonatal 
herpea,  APR:52 

Proapective  reiaburaeaent 

aignifioanoe  to  infection  control, 
JAM:4 


unneoeaaary  oulturea  ooatly  under, 
MAR:39 

Paeudoaonaa  aeroginoaa 

acetic  acid  inhibition  during  hyper¬ 
baric  oxygen  treataent  (RQ),  MAR:41 

inadequate-  decontaaination  of  rea- 
piratory  therapy  equipaent  related 
to  nureery  outbreak,  OCT: 131 

tranaaiaaion  in  lung  tranaplant, 
rEB:31 

Paorlaaia 

infection  riak  of  operating  rooa 
technician  with  (RQ),  OCT: 134 

Publicationa  (aee  alao  Book  review; 
Journal  review;  Souroea  of  Infor- 
aation) 

Hoanltel  Adelttlng  Monthly  winning 
award  for  ezoellonoe,  JUL:95 

Joumala  in  infection  control,  JAN:  19 

key  referenoea  on  infection  control, 
JAM:18 

new  newaletter  on  ethica,  DEC: 159 
on  SENIC  project,  JAM:5 

Q 

Quality  aaaurance 

ccaputera  in,  PQ:23 

infectlcn  control  aerged  with,  JUL:85 

publication  on  B<mitoring  infection 
control,  0(7:133 

publication  on  retroapeotlve  chart 
review  aethod,  JAM:6 

R 

Reader  queatlona 

acetic  acid  for  aerobea  in  hyperbaric 
oxygen  treataenta  (Hltoboook), 

MAR: 41 

airborne  contamination  during  paoe- 
aaker  placement  (Kunin),  SBP:121 
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antibiotics  before  cystoscopy  help 
prevent  urinary  tract  infection 
(Kunin),  11X2:106 

antiseptic  ointment  on  IV  puncture 
site  (Spencer),  JUL:93 

cleaning  bronchoscopy  cables  (Vash- 
ington),  NOV: 146 

cleaning  curtains,  wall,  and  blinds 
(Spencer),  OCT: 135 

cleaning  infant's  bulb  syringe  be¬ 
tween  uses  (Landry),  FEB:27 

clothespins  to  fasten  backs  of  surgi¬ 
cal  gowns  (Crow),  NOV: 147 

Corynebaoteriua  group  JK  in  imauno- 
oonproaised  patient  (Washington), 
MAX: 66 

cost-effectiveness  of  urinary  cathe¬ 
ter  care  (Kunin),  OCT:  134 

health  screening  of  volunteers  (Spen¬ 
cer),  MAT:67 

hemodialysis  precautions  for  hospital 
staff  (Favero),  JAN: 10 

hospital  waste  disposal  (Spencer), 
JDN:79 

housekeepli:g  staff  using  operating 
room  sponges  as  cleaning  rags 
(Spencer),  MAX:66 

infection  control  in  home  health  care 
(RQ),  DEC: 162 

isolating  immunosuppressed  patient 
(Kunin),  JAN: 11 

isolation  for  erythema  infeotiosum 
(Cherry),  SEP: 121 

keeping  soiled  dressings  away  from 
surgloal  dressing  cart  (Spencer), 
APR: 55 

laboratory  disinfection  (Washington), 
JUL:92 

lack  of  clear-cut  recommendations  for 
urinary  catheter  care  (Kunin), 

APR: 54 

masks  in  delivery  room  (Nava), 

NOV: 147 

mixed  flora  in  urine  cultures  from 
catheter  specimens  (Kunin),  FEB:27 

monthly  prevalence  survey  for  long¬ 
term  care  facilities  (Hamory), 

FEB: 26 

operating  room  technician  with  active 
psoriasis  (Crow),  OCT: 134 

precautions  during  autopsy  on  infec¬ 
tious  disease  (Rivers),  APR:55 


precautions  for  nonhospltallzed  AIDS 
patient  (Drotman),  JUN:7B 

reuse  of  bedside  utensils,  mat¬ 
tresses,  and  other  personal  items 
by  readmitted  patients  (Valenti), 
AUG:106 

reuse  of  single-use  oxygen  humidifier 
(Glger),  SEP: 120 

rotation  of  nursing  personnel  as 
infection  control  problem  (Spen¬ 
cer),  MAR:  41 

shelf  life  for  blood  products  (Wld- 
mann),  DEC: 160 

silicone  urinary  catheters  (Kunin), 
JUL:92 

soalcing  clothes  in  bleach  to  remove 
blood  from  HBV  patient  (Spencer), 
FEB: 26 

sterilization  of  probe  after  cryo¬ 
surgery  (Kunin),  JUN:79 

tonometer  disinfection  (Crow),  MAR:40 

urinary  antireflux  values  (Kunin), 

DEC: 161 

using  drape  to  cover  sterile  supplies 
(Spencer),  AUG: 107 

using  same  challenge  pack  for  bio¬ 
logical  indicator  and  Bowle-Diok 
test  on  sterilizer  (Danielson), 

APR: 54 

washing  walls  in  patient  care  areas 
(Spencer),  MAX: 67 

wound  surveillance  to  determine  if 
surgloal  preparation  risky  (Kunin), 
MAR: 41 

Readers  write 

reuse  of  humidifiers,  DEC: 163 

sterility  of  humidifiers,  NOV: 148 
Recombinant  DNA  (see  DNA,  recombinant) 
Recovery  room 

sterility  of  humidifiers  in,  NOV: 148 
Reportable  diseases 

AIDS  as,  MAR: 34 

failure  to  report  congenital  rubella, 
JUN:81 

herpes  simplex  in  newborn,  APR: 52 

value  of  reporting  nosocomial 
infections,  JUL:90 

Resistant  Organisms  (see  also  Antibiotic 

resistance) 
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operating  room  staff  colonization 

Rubella 

pbaraaolats  oolonlzatlon  with, 

congenital  syndrome  still  problem  In 

DEC: 158 

D.S.,  JUM:81 

Resources  (see  Sources  of  Infomatlon) 

s 

Respirators 

Inadequate  decontamination  related  to 

Salicylates 

nursery  Pseudomonas  outbreak, 

Reye's  syndrome  related  to  usage. 

OCT; 131 

APR:51 

Respiratory  synoytlal  virus 

SalmoiMlla 

declining  rates  In  U.S.,  JUL:99 

antibiotic  therapy  prolonging  carrier 

Respiratory  therapy 

sUte,  MOV:  150 

Inadequate  decontamination  of  equip- 

antibiotics  fed  to  animals  linked  to 
resistant  outbreak,  ADO: 104 

ment  related  to  nursery  Pseudomonas 

outbreak,  OCT: 131 

fatal  outbreak  In  nursing  home. 

MAR:44 

reuse  of  single-patient  oxygen  bumld- 

Ifler  until  water  reservoir  de- 

Inadequate  disinfection  of  endoscope 

pleted  (RQ),  SEP: 120 

linked  to,  100:104 

sterilization  of  equipment,  OCT: 132 

kitchen  main  source  of,  NOV: 150 

tap  water  rinse  of  equipment  Impll- 

transmission,  NOV: 150 

oated  In  spread  of  Legloimalres' 

disease,  JUL:97 

Same-day  surgery  clinics 

Resuscitation 

postoperative  Infeotlons  In,  SEP: 125 

luidequate  decontamination  of  equip- 

Screening 

ment  related  to  nursery  Pseudomonas 

outbreak,  OCT: 132 

of  volunteers  (RQ),  MAX:67 

Reuse  practices 

SEMIC 

bedside  utensils,  mattresses,  and 

application  of  results,  JAN: 5 

personal  Items  used  by  readmitted 

patients  (RQ),  AUG:106 

publications  from,  JAM:5 

humidifiers,  DEC: 163 

vindication  of  Infection  control  pro¬ 
gram  by,  JAM:4 

need  for  imitlonal  survey  on  risks  and 

benefits,  JUN:75 

Septicemia 

antibiotic  prophylaxis  before  cysto- 

operating  room  spoi:ges  used  as  clean¬ 
ing  rags  (RQ),  MAY;66 

soopy  to  prevent  (RQ),  ADO: 106 

single-patient  oxygen  humidifier  un- 

Seriratla 

tU  water  reservoir  depleted  (RQ), 

SEP: 120 

SMILE  acronym  In  control  of,  APR:51 

Reye's  syndrome 

survival  of  multiply  drug-resistant 

strains  after  handwashing,  APR: 50 

salicylate  usage  related  to,  APR: 51 

SUloone  catheters 

Rblnovlruses 

facial  tissue  with  activity  against. 

compared  with  latex  catheters  (RQ), 

JUL:92 

DEC: 157 

Skin 

Rimantadine 

safety  and  effectiveness  of,  JUL:95 

antibacterial  action  of  natural 
flora,  APR:49 

Risk  management 

Skin  test 

Infection  control  merged  with,  JUL:85 

of  oblokenpox  Immunity,  SEP: 117 
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SMILE 

Infection  Control:  An  Integrated 

Approafihi  JUN:8o 

aorooya  fur  Serratia  Maroeacena  la 

LlTlng  Everywhere,  APB: 51 

Uagt.  Treatment.  OCT:133 

Soap 

Inaervlce  Training  Sound/Slide 

evaluation  for  bandwaahlng,  NOV: 141 

Program  Module,  SEP:122 

Society  of  Boapltal  Epldealologlata  of 

Intrahoapltal  Sterility  Aaauranoe  — 

Aaerlca  (SHEA) 

Current  Peraoeotlyea.  DEC:167 

role  In  epidemiology  education, 

Introduction  to  Helping  Adulta  Learn 

JAN:16 

and  Change.  JUN:8l 

Sodium  hydroxide 

key  referenoea  on  Infection  control. 

JAN:18 

aa  dlalnfeotant  for  Creutzfeldt-Jakob 

dlaeaae,  OCT: 137 

pamphleta  by  National  Foundation  for 

Infectloua  Dlaeaaea,  APR: 59 

aodlua  hypoohlorlte  dlalnfeotant 
compared  with,  OCT: 137 

pamphleta  by  National  Inatltute  of 

Allergy  and  Infectloua  Dlaeaaea, 

APR: 59 

Sodium  hypoohlorlte 

perlodlcala  In  Infection  control, 

JAN:19 

In  deoontarlnatlon  of  HBV>contalnlng 

blood  on  clothing  (RQ),  FEB:26 

Preparing  Inatruotlonal  Obiectlvea. 

JUN:81 

dlalnfeotant  of  choice  for  laboratory 

(RQ),  JUL:92 

Program  Eyaluatlon  Elt.  JUN:81 

aodlum  hydroxide  dlalnfeotant  com- 

referenoea  uaeful  for  education. 

pared  with,  OCT: 137 

JUN:80 

Souroea  of  Information 

AAMl  program  for  planning,  execution. 

Reylewa  of  Clinical  Infectloua  Dla- 
eaaea,  OCT: 133 

and  evaluation  of  Inaervloe  train¬ 
ing  programa,  MAX:71 

SENIC  publlcatlona,  JAN: 5 

Stating  Obleotlyea  for  Claaaroom  In- 

Adulta  Aft  Learnera.  JUN:81 

atructlon.  JUN:8l 

on  AIDS,  DEC: 167 

Treatment  of  Tuberculoala  iyad  Other 

AIDS:  Epidemic  of  Fear.  SEP:122 

Mycobacterial  Dlaeaaea  and  Control 

AIDS:  The  Epidemic  of  Kapoal'a 

Sarcoma  and  Opportunlatlo  Infeo- 

Spore  teat a 

tlona.  AUG:111 

APIC  Curriculum  for  Infection  Control 

Practice.  JON: 80 

APIC  publlcatlona,  JAN: 15 

Central  Yenoua  Catheterization. 

frequent  uae  of  unproven  value, 

AUG:103 

Staphylococcal  Infeotiona 

medicolegal  algnlf loanee,  JAN:7 

SEP: 122 

operating  room  ataff  oolonizatlon 
with  realatant  organlama,  DEC: 159 

color  atlaa  on  Infectloua  dlaeaaea. 

MAT:71 

toxic  ahock  ayndrome  aa  poatoperatlve 

rlak,  OCT: 129 

Coat-effective  Oualltv  Aaauranoe. 

OCT: 133 

Sterilization 

Druaa  Uaed  with  Neonatea  and  During 

Pregnancv.  SEP: 122 

of  oryoaurgery  probe  (RQ),  JUN:79 

Epidemiology  In  Health  Servlcea 

publication  on,  DEC: 167 

ManftKWBt,  APR: 59 

of  reaplratory  equipment,  OCT: 132 

Oxide:  in  Annotated 

Bibliography.  Volume  I.  AUG:111 

of  tonometer  (RQ),  MAR: 40 
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ualng  drape  to  cover  aterile  euppliee 
(RQ),  AUG: 107 

of  wood  products  (RQ),  NOV: 147 

Sterilizers 

frequent  spore  testing  of  unproven 
value,  AUG: 103 

using  same  challenge  pack  for  biolog- 
ioal  indicator  and  Bowie-Diok  tests 
on  (RQ),  APR:54 

Study  of  Efficacy  of  Nosooonial 
Infection  Control  (see  SQilC) 

Suctioning 

waste  disposal  of  containers  fron 
(RQ),  J0N:79 

Surgery 

blood  conservation  in  open  heart 
procedures,  DEC : 1 56 


Surgical  infections 

oolotilzation  of  resistant  organisms 
by  OS  staff  Implicated  in,  DEC:  159 

in  name-day  surgery  clinics,  SEP: 125 

key  references  on,  JAN: 19 

length  of  surgery  and  severity  of 
Illness  influencing,  FEB: 29 

medicolegal  significance,  JAN:7 

surveillance  to  evaluate  riskiness  of 
surgical  preparation  method  (RQ), 
HAR:41 

toxic  shock  syndrome,  OCT: 129 
Surveillance 

active  approach  to  prevent  Cltro- 
baoter  outbreak,  JUL:89 

laminar  flow  hood  cultures  in  phar¬ 
macy  of  unproven  value,  AUG:103 

mainframe  versus  microcomputer  in, 
FEB:21 

monthly  prevalence  data  appropriate 
for  long-term  care  facility  (RQ), 
FEB:26 

in  pharmacy  (RQ),  JUL:92 

publications  on,  JAN: 5 

in  name-day  surgery  clinics,  SEP: 125 

wound  infection  rate  as  guide  to 
riskiness  of  iww  surgical  prepara¬ 
tion  method  (RQ),  MAR:41 


Swan-Ganz  catheters 

bacteremia  associated  with  lengthy 
use,  APR: 57 

Syringes  (see  Needles) 

7 

Teaching  hospitals 

risk  for  measles  outbreak  in,  DEC: 167 
Tissues 

virucidal,  DEC: 157 
Tobramycin 

resistance  related  to  infection  site 
and  type  of  hospital,  MAX: 63 

Tonometer 

disinfection  (RQ),  MAR: 40 
Toxic  shook  syndrome 
carriers,  OCT: 130 
as  postoperative  risk,  OCT: 129 
Transducers 

Candldemla  linked  to,  SEP: 122 
Tranfusions 

AIDS  transmitted  by,  MAR: 33 

autologous,  DEC: 156 

directed  donation,  MAR: 35 

eliminating  unnecessary  infusions  to 
reduce  infection  risk,  DEC: 153 

informing  patient  of  risks  of  AIDS, 
MAS:36 

minimizing  overutilization,  MAS: 33 
Transmission 

of  AIDS  to  health  care  workers, 
JUL:98 

animals  fed  antibiotics  linked  to 
Salmonella  outbreak,  AUG: 104 

during  autopsy  (RQ),  APS:55 

of  common  cold,  DEC: 157 

hepatitis  B  virus  not  spread  by  air¬ 
borne  route,  JUM:83 

herpes  carried  on  fomltes,  MAR: 46 

Inadequately  disinfected  endoscope 
linked  to  Salmonella,  AUG: 104 
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In  Maales  hospital  outbreak,  DEC:  166 


Utilisation  review 


OB-GYE  surgeon  role  in  hepatitis 
outbreak,  OCT:136 

oral  acyclovir  effect  on  herpes, 
SBP:116 

role  of  envlronaent  in  (SQ),  AUG: 106 

in  Salaonella  Infections,  NOV: 150 

tap  water  rinse  of  invasive  equipment 
linked  to  Legionnaires'  disease, 
JUL:97 

traxisfuslon-assooiated  AIDS,  MAS: 33 

ventilation  system  implicated  in  as- 
pergillus  spread  to  bone  marrow 
transplant  recipients,  AUG: 108 

Transplantation 

asperglllus  spread  to  bone  marrow 
recipient,  AUG: 108 

Pseudomonas  in  donor  lung  transmitted 
to  recipient,  FEB:31 


u 

Umbilical  artery  catheterisation 

fungemla  liidced  to,  SEP: 123 

Urinary  catheters 

alternatives  to,  JAN: 16 

cost-effectiveness  of  care  of  (SQ), 
OCT: 134 

lack  of  clear-out  recommendations  for 
(SQ),  APS:54 

mixed  flora  in  urine  cultures  from 
(SQ),  FEB:27,  MAS:39 

need  for  changing  (SQ),  JUL:93 

silicone  compared  with  latex  (SQ), 
JUL:92 

Urinary  drainage  systems 

antireflux  valves  in  (SQ),  DEC:l6l 

Urinary  tract  infections 

antibiotic  prophylaxis  before  cysto¬ 
scopy  in  prevention  of  septicemia 
in  (SQ),  AUG:106 

progress  in  nosocomial  control, 
JAN:16 

Urine  cultures 

mixed  flora  from  catbeterlzed  speci¬ 
mens  (SQ),  FEB:27,  MAS:39 


infection  control  department  merged 
with,  JUL:85 

V 

Vaccines  (see  also  Immunization) 

changing  Industry  practices  impacting 
on  availability,  SEP: 113 

clinical  trials  for  cblckenpox, 

SEP: 117 

medicolegal  liability  for  adverse 
effects,  SEP: 114 

price  increases  nay  limit  availabil¬ 
ity,  SEP:115 

Varicella  (see  Cblckenpox) 
Varicella-zoster  immune  globulin  (VZIG) 
ACIP  recommendations  for  use,  MAT: 70 
Ventilation 

in  transmission  of  asperglllus  to 
bone  narrow  transplant  recipients, 
AUG: 108 

Veterinarian 

role  in  pet  therapy  program,  MOV: 144 
Viruses 

facial  tissues  with  activity  against, 
DEC: 157 

rimantadine  therapy  deemed  safe  and 
effective,  JUL:95 

Volunteers 

health  screening  (RQ),  MAT:67 

VZIG  (see  Varicella-zoster  immune 
globulin) 

w 

Waste  disposal 

agency  recommendations  for  hospitals 
vary  (RQ),  JUM:79 

in  home  health  care  (RQ),  DEC: 162 

legal  considerations  in  needle  dis¬ 
posal,  JDN:82 

needles,  JUN:82 

of  suction  containers  (RQ),  JUN:79 
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Water 

Glardla  oontamlnatlon,  APR:52 

herpes  siaplex  survival  In,  MAR:45 

Legionnaires'  disease  spread  by  tap 
water  rinse  of  invasive  equipment, 
JDL:97 

Wood  products 

sterilisation  (RQ),  NOV: 147 

Workers'  oompensation 

for  infections  in  hospital  employees, 
JAN:8 

Wound  infections  (see  Surgical 
infections) 

Wound  managenent 

in  hone  health  care  (RQ),  DEC: 163 
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15  newsletters  keep  you  up-to-date  monthly 


PROSPECTIVE  PAYMENT  SURVIVAL 

The  first  monthly  publicatton  devoted  exclusively  to  prospective 
payment  and  DRGs.  Helps  you  get  every  penny  you're  entitled  to 
under  the  new  system.  Features  the  latest  news  and  interpretations 
needed  to  ensure  your  hospitaPs  solvency.  Helps  you  organize  and 
maintain  an  effective  DRG  team,  optimize  coding,  and  implement 
proven  strategies  for  success  in  key  departments.  More  than  3.000 
subscribe. 


CLINICAL  LASER  MONTHLY 

Ensure  your  place  in  today's  clinical  laser  boom.  Focuses  on  the 
practical  concerns  of  health  professionals  involved  in  laser  usage. 
Rushes  you  the  latest  clinical  advances,  safety  requirements, 
third’party  reimbursement  rulings,  and  strengthens  your  laser 
management  team.  Covers  all  specialties. 


BACK  PAIN  MONITOR 

Updates  professionals  and  executives  on  the  growing  challenges  of 
the  nation's  second  biggest  health  problem  — >  back  pain.  Covers 
all  aspects  of  prevention  and  treatment,  new  and  controversial 
therapies,  latest  rehabilitation  procedures,  workers’  comp  rulings, 
workplace  safety  programs,  and  new  regulations. 


HOSPITAL  ADMITTING  MONTHLY 

Current  news  and  expert  advice  on  the  complex  and  challenging 
fidd  of  hospital  admitting.  Covers  policies,  regulations, 
management,  patient  relations,  legal  aspects,  reimbursement, 
staffing,  and  much  more.  A  must  for  admitting  managers. 


HOSPITAL  PEER  REVIEW 

The  only  professional  publication  that  delivers  practical  news  and 
expert  advice  on  the  full  spectrum  of  UR/QA  in  one  convenient 
source  —  ensure  appropriate  utilization,  maintain  quality 
assurance  standards,  contain  costs.  Plus,  as  part  of  your  regular 
subscription  youH  receive  the  exclusive  quarterly  supplement, 
Dfachzwga  Plaaateg  Advisor  FREE!  — ’  bound  right  inside  your 
issue.  More  than  4.000  subscribe. 


HOSPITAL  INFECTION  CONTROL 

Serving  aors  thaw  4,5##  hospitals  and  nursing  homes  with  the 
latest  information  on  detecting,  controlling,  and  preventing 
in-house  infections. 


SAME-DAY  SURGERY 

The  only  periodical  devoted  exclusively  to  the  rapidly  expanding 
field  of  ambulatory  surgery.  Helps  you  improve  your  program, 
driver  better  patient  service,  and  increase  surgical  revenue.  More 
than  2,000  subscribe. 


CONTRACEPTIVE  TECHNOLOGY 
UPDATE 

The  latest  news  and  authoritative  advice  on  all  aspects  of  the 
technology  of  contraception.  Invaluable  for  every  hospital,  clinic, 
and  office.  Crucial  for  physicians,  nurses,  administrators,  inservice 
directors,  and  health  educators. 

HOSPITAL  EMPLOYEE  HEALTH 

Helps  you  manage  the  rapidly  developing  area  of  employee  health 
and  safety.  Covers  immunizations,  control  of  hazardous 
substances,  prevention  of  infections  and  accidents,  etc.  Contain 
costs,  reduce  absenteeism,  avoid  legal  problems,  cut  workers* 
comp  and  insurance  losses. 

HOSPITAL  RISK  MANAGEMENT 

The  first  publication  devoted  to  liability  control,  malpractice 
prevention,  and  safety.  Helps  stop  problems  before  they  happen 
and  limits  consequences  of  any  that  do  occur.  Aids  in  containing 
insurance  and  legal  costs.  Helping  more  than  2.500  every  month. 

EMPLOYEE  HEALTH  AND  FITNESS 

This  executive  publication  covers  what  hospitals  and  businesses 
need  and  are  doing  to  promote  better  health  in  their  employees. 
Subjects  include  improved  nutrition,  better  fitness,  alcohol  and 
drug  abuse  counseling,  and  stress  reduction. 


Hm  OHJL  5  /iu4>meniJ^nui)4oitiU^ 


DRUG  UTILIZATION  REVIEW 

Slash  the  escalating  expense  and  inappropriate  use  of  drugs  in  your  hospital.  No  kowtowing  to  drug  advertisers. 
No  favoring  one  hospital  committee  or  department  over  another.  Here’s  the  news  and  advice  you  need  to  reduce 
overutilization,  strengthen  your  hospital  formulary,  gain  full  staff  cooperation,  reduce  expenses,  and  monitor  and 
revaluate  for  ongoing  success. 

URGENT  CARE  UPDATE 

Maximize  the  efficiency  of  your  urgent  care  unit  and  boost  revenue  —  no  matter  what  yonr  setting  •  hospital 
emergency  departments  •  office-based  units  •  freestanding  centers  *  satellite  clinics.  Innovative  marketing 
strategies  help  maximize  patient  flow.  Streamline  billing  and  collection  procedures  to  ensure  full  reimbursement. 
Avoid  costly  legal  dilemmas  and  stay  up-to-date  on  the  latest  state  and  national  regulations. 

HOSPITAL  HOME  HEALTH 

Whether  you’re  already  participating  in  a  program,  or  thinking  about  entering  this  lucrative  market,  you  owe  it 
to  yourself  and  your  hospital  to  take  advantage  of  this  exclusive  source  of  HOSPITAL  ORIENTED  information. 
Gain  successful  strategies  to  enhance  quality  home  care,  boost  revenue,  slash  skyrocketing  costs,  maximize 
reimbursement,  and  more. 

MEDICAL  ETHICS  ADVISOR 

At  last!  Now  you  can  prevent  devastating  lawsuits,  comply  with  new  regulations,  and  improve  the  quality  and 
dignity  of  care  for  your  patients.  Receive  “real  world”  news  and  advice  on  moral  and  ethical  dilemmas  such  as: 
informed  consent,  DNR  orders,  cost  shifting,  organ  transplants.  Baby  Doe  regulations,  and  more. 

For  Jurther  information  and  a  free  sample  copy  of  these  monthly  newsletters  write  to: 

American  Health  Consultants,  67  Peachtree  Park  Drive,  NE,  Suite  3264,  Atlanta,  GA  30309 
or  call  TOLL-FREE  at  1-800-221-3908. 
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